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Message Text 


UNCLASSIFIED 

PAGE 01 BUCHAR 00681 210556Z 
51 

ACTION EUR-06 

INFO OCT-01 ISO-00 RSC-01 DRC-01 CU-04 /013 W 

114131 

R 201500Z FEB 74 
FM AMEMBASSY BUCHAREST 
TO USIA WASHDC 
INFO SECSTATE WASHDC 7775 

UNCLAS BUCHAREST 0681 

USIA FOR ICS/PRESENTATIONS 

E.O. 11652: N/A 
TAGS: SCUL, RO 

SUBJ: BOOK PRESENTATIONS FOR BFS LINCOLN LECTURER PROGRAM 

1 . POST WOULD LIKE TO ORDER ON AN AIR URGENT BASIS THE 
FOLLOWING TITLES FOR USE AS PRESENTATION ITEMS DURING THE 
UPCOMING VISIT OE BFS LINCOLN LECTURER ALEXANDER BICKEL 
APRIL 11-18: 

AUTHOR, TITLE AND PUBLISHER: NUMBER OF COPIES : 

BICKEL, ALEXANDER M„ HARPER & ROW 5 

"SUPREME COURT AND THE IDEA OE PROGRESS " 

BICKEL, ALEXANDER M„ HARPER & ROW 5 

"REFORM AND CONTINUITY" 

TOTAL COST 90 DOLLARS. ID NUMBER 37 RO-74-0182-ICS 
MARTENS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: BOOKS, SPEECHES, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 FEB 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BUCHAR00681 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BUCHAREST 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740222/aaaaauqb.tel 

Line Count: 42 
Locator: TEXT ON-LINE 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 APR 2002 by bryansd0>; APPROVED <02 DEC 2002 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BOOK PRESENTATIONS FOR BFS LINCOLN LECTURER PROGRAM 
TAGS: SCUL, RO, (BICKEL, ALEXANDER) 

To: USIA 
Type: TE 
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